Do^. Dowling, mechanic trainee, testified that he was
scheduled to work the 8:00 a.m. to 4:00 p.m. shift on
December 28, 1982, and that upon reporting to work that day
he did proceed immediately underground by means of the elevator
as was his usual practice because "there was trouble with
the elevator" (Tr, 226) .  He went underground on the elevator
at 10:10 a.m. that day after being advised by his foreman
that the elevator had been fixed (Tr. 227) .  When asked
whether anything unusual happened when he came out of the
mine on the elevator at the end of his shift, he replied as
follows (Tr. 227-229):

A.  Well, when we got on the elevator, the
doors weren't exactly operating correctly.

Q.  What were they doing?

A.  The doors were slow to close, and then finally
someone pushed it shut.  And we started up, and
I don't know how far up, it seemed like it was
fairly close towards the top, than it was the bottom,
and it hung up, stayed there for a couple of seconds,
and then fell, and then locked, felt like it was
pretty solid down, and then while we were falling,
one guy screamed and Bob Richie grabbed a hold of
my arm, pretty tight, it was hurting me, and then
it locked up pretty solid, it felt just like it
hit something.

It wasn't the ground or anything, it was like
something caught a hold, it felt solid after that,
a couple of jerks, and then, while we were waiting
there, Wally Petros called outside, and I don't
know who he called, but a few minutes after he
hung up the phone, it jerked a couple of times,
and then started up.

Q.  Did you hear what Wally Petros said that day?

A.  He was asking about the elevator itself, and
I didn't hear no response, and he j'ist kept saying,
yeah, yeah, after that.

Q.  What did he say, to the rest of you in the
elevator?

A.  He said, it would be fixed in a little bit,
we would be going up, and the next thing you know,
we were going up on inspection speed, real slow.

Q.  Can you describe for us, how you felt when
that happened, Mr. Dowling?

2190n the cage, I can't tell you
